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NAUNDORF Fuel, Depot 
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Legends; 


three-story factory~building, about 160 fect long and 60 feet wide 
Barrel storage shed, about 160 Paet long and 35 feet wide 

Barrel storage shed, about 160 feet long and 35 feet wide 

Fuel tank of 25 to 30 cbm capacity 

Barrel storage shed, about 50 feet in square, surrounded 

by an earthwall, capacity about 200 to 250 5-eallon barrels 
Barrel storage shed, under construction 

Shed for fire-fighting equipment, about 50 feet long 

Guardhouse 
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